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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 107201 
ORIGIN HEW-06 

INFO OCT-01 EUR-12 ISO-00 OES-07 /026 R 

DRAFTED BY DHEW/FDA: JRWEINROTH, M.D.:CCK 
APPROVED BY OES/APT/BMP: WJWALSH, III 
DHEW/PHS/OASH/OIH: RFISCHER 
EUR/NE:JPSHUMATE(INFO) 

112250Z 028433/61 

R 111845ZMAY 77 
FM SECSTATE WASHDC 
TO AMEMBASSY LONDON 

UNCLAS STATE 107201 

E.O. 11652: N/A 

TAGS: OCON, OTRA, TBIO, UK 

SUBJECT: FDA REPRESENTATIVE ATTENDING INTERNATIONAL 

CONFERENCES 

1 . EDA ADVISES THAT DR. MEL E. STRATMEYER OF BUREAU OE 
RADIOLOGICAL HEALTH WILL BE IN ENGLAND JUNE 25-JUNE 30, 

1977 DURING WHICH TIME HE WILL ATTEND: 

(A) BRITISH BIOACOUSTICS SOCIETY MEETING IN LONDON, 

JUNE 27 

(B) ULTRASONICS INTERNATIONAL 1977 CONFERENCE BRIGHTON, 

JUNE 28-30. 

2. ASSISTANCE OF EMBASSY WILL NOT BE REQUIRED. CHRISTOPHER 
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Control Number: n/a 
Copy: SINGLE 
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Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 
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Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE1 07201 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JRWEINROTH, M.D.:CCK 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 66-0632 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770568/aaaachaj.tel 

Line Count: 45 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: c26c3096-c288-dd1 1-92da-001cc4696bcc 

Office: ORIGIN HEW 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
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Retention: 0 

Review Action: RELEASED, APPROVED 
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Review Release Date: n/a 
Review Release Event: n/a 
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